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On it was learned that the Gendarmerie Kaserne, 

Leipzig-.iiederitzsch (K $2/F. 21), had been converted into a VP 
hospital. The main building and the building at a right angle to 
it seeraed to be occupied to capacity but the other three buildings 
were apparently ’/acanto * 
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MMjW dopnentc The barracks installation in Leipzig-Wiederitzsch was 
pr eviously repor ted to be occupied by VP personnel 9 It is believed 
that the insta llation hous es the VP medical school as well as the VP 
hospital« See layout of the Gendarmerie Kaserne see 

Annex o 


1 Annex: Layout of the forme r Gendarmerie Kaserne in Leipzig- 
Wiederitzsch* 


Thls document is hereby regraded to 
CONFiDE-NTIAL in accordance with the 
ietter of 16 öctober 1973 from the 
Director of Central Intelligence to the 
Archivist of the United States. 
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